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INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

Personnel conducting procedures on Ihe species being maintained or studied will be appropriately qualified and 
'Gained in Those prqrjedures: 

During the routine inspection including review oF lACUC's meeting minutes, it wag discovered that an adverse animal 
event had bean investigabad and aett-reported to OLAW. Tha AC inspecibra then invesjigeiad tha circumeianca^ 
surrounding th«s incident. The event involved a nnaJe png which underwent an abdomlnat surgical pr-ocedure, and 
during closuf-e of the surgicel site the pig’s urethra was accidentally ligated by incorporation into ttie suture line. The 
oorvdilibn was dataclad and IraaLad approprialaly by Ihra valarinary sLaFF, and Iba pig was humanaly aulhanizad in a 
timely fashion. Upon further investtgation, the (ACUC concluded lhal the surgeon performing the procedure was 
unfamiliar with male pig eneiomy. as only lemgleg had been used previously, and that imptrppeff training to conduol 
this pvocadura an a rriale pig was a contributing radar to this advarsa avant. The lACUC than required Lha PI to 
ensure that training was sufficient to eliminate the possibiitty oF another such adverse event, and the PI vcnuntanly 
indicated tFiat the surgeons invplvBd in tFicso experiments would ng Ipn^r uoo male pigs. Eegause an animal v/as 
promaturaly aulPramzad dua to an error In surgical training that was ractiliad subsoquanlly by lha lACUC. this 
constitutes a serious animal wglFare inerdent. 

Personnel must te adequately trained on conducting the procedures, taking into consideratan species, anatomy, 
etc.; it is the job ot the lACUC to ensure that this training is adequate to prevent adverse surgical errors and avoid 
serious animal weltare impads. 

This incident bad been Fully investigated and corrected by the lACUC at tbe linve ot inspection. 


Tha routine Insp^tion. records raview. and exit brlelmg was conduclad with vanous responsible University ot 
Michigan staff. 
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